K 410-271 (00) 内蔵 SAS/SATA ケーブル 
構成品リスト 


梱包箱には次のものが入っています。ご確認ください。 

■ 内蔵 SAS / SATA ケーブル 
(SATA 0-3) : 



■ 構成品リスト(本書）： 



1本 


1枚 


■ 内蔵 SAS / SATA ケーブル 
(SATA 4〜 7) : 



1本 



詳しくは、本体装置に添付の EXPRESSBUILDER にある ユーザーズ ガイドまたは 
N 81 03-1 52 RAID コントローラユーザーズ ガイドを参照してください。 


___ 
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K410-271 (00) Internal SAS/SATA Cable 
component list 


The package contains the items I isted in the table below. Make sure that all the items are provided. 


■ Internal SAS/SATA Cable 
(SATA 〇〜 3): 




Ip 

■ Conponent List (this sheet) : 




■ Internal SAS/SATA Cable 
(SATA 4 〜 7): 




CAUTION 

Refer to the USER，s GUIDE which is in the EXPRESSBUILDER or 
N81 03-152 RAID Controller User ， s Guide. 









































